MOUNT MERCY SANITARIUM 2 

LINCOLN HIGHWAY ° 

DYER, INDIANA Z 


Founded 1941 


PLACE 
ONE CENT 
STAMP 
HERE 

3B-H12 81 




MOUNT MERCY SANITARIUM 
DYER, INDIANA 















